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Description: Adjusting Screw Part Number: RBW6005G01631-3G-7 
i eee 
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Inspection Dwg: RBW6005G01631-3G 


R 
INSPECTION SHEET 
Actual 


Dimension 


Drawing Method of 


i Comments 
Inspection 


l Tolerance 
Dimension 


@1.00 
@0.25 
2.63 
2.00 


+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 x 0.5° 


Reference 


Reference 


0.03 x 45° 
5/16-18 UNC 
Major Ø 
MOW 0.032 


0.3119/0.3028 
0.3231/0.319' 


Measured by: Checked by: QC Inspector: 


Engineering Approval: 
If necessar 
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